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ACTION; EUR-8 (2*18) INFO: OL'PD-D, VR, FILF 
DDO-4, CS/RF , CI-4, EPS/EG-2, I AD , IAC/CAS-4 
OED, ORPA-5, PCS /I NT-2, (43/W) 



79 2600802 ' PARE 001 IN 2600642 

TOR: 091440Z JUN 79 ?C J 47690 
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REF: u J 46628* Itimm ct n«r 


1. FORMER BND PRESIDENT, GENERAL REINHARD GEHLEN, DIED IN 
MUNICH HOSPITAL EVENING 8 JUNE. NO WORD YET ON FUNERAL 
ARRANGEMENTS. 

2. FILE: H J RVW 9JUN99 DRV D9C5 

C/S COMMENT; * CABLE NOT IN CDS STORAGE. A COPY WILL BE 
FURNISHED UPON REQUEST. 
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